SUMMARY TABLE 

(Among Total Recontacted Sample) 


Non-Menthol Menthol 
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Data Collected During First Contact Among 
The Converters 
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Carton Selection 

Selected Merit Ultra Lights lOO's 
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Summary Of Differences 

Rated Merit Ultra Lights lOO's higher 
than regular brand 
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